s4tcx4McC%ia, Tftotel 

4562 North Figueroa St. 

LOS ANGELES 65, CALIF. 

Telephone CApitol 5-4060 
Next to Sycamore Grove Park on Hi-ways 
U. S. 66 Alt. Calif. 11 
Close to downtown Los Angeles, Hollywood 
and the Beaches 
Heated Swimming Pool 

A 50 unit Motel that's convenient, comfortable and 
quiet accommodations to suit all. 25 kitchen units. 
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Pub. by Mellinger Studio, 

597 w. Figueroa Dr., Altadena. Calif. 
70471 
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